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.••:•••■ . KENNEDY 2-4 ' - ' ' . • 

1ST ADD DAY LD KENNEDY CHICAGO XX THE FILN. 

GRODEN SAID RT LEAST SIX BULLETS HERE-FIRED AT KENNEDY — NOT 
THREE AS , THE WARREN COHHISSION HAD CONCLUDED. V •'/ 

THE FIRST SHOT HISSED THE PRESIDENT AND HIT A STREET CURB? HE 
SAID, AND HAS LATER RENOVED BY THE FBI. -HE SAID THE SECOHD SHOT HAS • 

FIRED FROH BEHIND AND HIT KENNEDY IN THE BACK AND THE THIRD SHOT HIT 
THEN GOV. JOHN CONNALLY OF TEXAS IN THE SHOULDER. 

THE FOURTH, SHOT FROH BEHIND? HE SAID, HIT KENNEDY IN THE HEAD AND V 
THEN THE FIFTH HIT KENNEDY IN THE FRONT OF THE HEAD AND LIFTED HIH V :■£* 
BACKWARDS. ' ; ■;-> 

■ “THESHOT FROH BEHIND THAT HIT HIH IN THE HERD AND THEN THE ONE a 
FROft: THE FRONT HEREFIRED IN XESS THAN ONE-EIGHTEENTH OF A SECOND, * . 

GRODEN SAID. ' - ■ • - ' 

HE SAID A BULLET FIRED FROH OSWALD’S SUPPOSED POSITION IN THE ^ 

WINDOW OF THE TEXAS BANK DEPOSITORY WOULD HAVE HIT KENNEDY AT R ' 

DIFFERENT ANGLE THAN ANY. OF THE WOUNDS HE RECEIVED. 

GREGORY SAID THE FILH WAS SUPPRESSED FOR li YEARS BECAUSE B IT WAS ; 
UNITED TO EXCERPTS AND STILL PHOTOGRAPHS THAT FAILED TO SHOW THE 
INPORTANT POINTS OF THE FILM RND ITS iHPLICATIONS.* , ; 

• GREGORY SAID HE WILL MEET WITH THE ROCKEFELLER COHHISSION ;■ 

PRESENTLY INVESTIGATING CIA ACTIVITIES,' AND WORE EVIDENCE WILL BE 
RELEASED IN THE NEXT THREE OR FOUR WEEKS ON THE ASSASSINATION. 




